SECOND  PRESBYTERIAN  CHURCH 

Fort  Lauderdale,  Florida 
Samuel  G.  Orlandi,  D.  D.,  C.  Duane  Wickard,  B.  D., 
Ministers 

The  Chancel  window,  "The  Good  Shepherd,"  designed 
by  Willet  Stained  Glass  Studios,  set  in  a  curving  wall 
of  Tennessee  quartzite,  bathes  in  color  the  communion 
table,  center  of  the  church. 
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